A  view  of  the  Meetinghouse,  Old  Sturbridge 
Village,  Sturbridge,  Mass.  Built  in  Sturbridge, 
Mass.,  1832,  moved  to  Fiskdale,  Mass.,  1838, 
moved  to  Old  Sturbridge  Village,  1948. 
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